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OF JOIN WILEY & SONS
THE TEXTILE FIBRES.
Their Physical, Microscopical, and Chemical Properties.
By J. Merritt Matthews, Ph.D., formerly Head of Chemical
and Dyeing Department, Philadelphia Textile School.
Second Edition, Rewritten. 8vo, viii + 480 pages, 127
figures. Cloth, $4.00.
AIR-CONDITIONING.
Being a Short Treatise on the Humidification, Ventilation,
Cooling, and the Hygiene of Textile Factories, especially
with Relation to those in the U. S. A. By G. B. Wilson.
121110, 143 pages, illustrated. Cloth, $1.50.
THE    DYEING   AND    CLEANING    OF    TEXTILE
FABRICS.
A Handbook for the Amateur and the Professional. By
F. A. Owen, B. S. Based partly on notes of H. C.
Stanclage. (In Press, ready Dec. ist.)